
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



376 Geographical Literature and Maps 

Aus und iiber Amerika. Studien fiber die Kultur in den Vereinigten 
Staaten von Nordamerika. Von Dr. Adolf Bambeau. 1. Serie. viii and 
351 pp. N. G. Elwert, Marburg, 1912. Mk. 6. 9% x 6. 
These are brilliant notes, very witty, sometimes sarcastic, frequently cut- 
ting because they are true. It is well to have this chance to see what impres- 
sion our culture has produced upon a German of education who held for a dozen 
years educational positions in our university life. The sum of these observa- 
tions is not a true picture of our American society. Yet we cannot deny that 
there is authority for each one of the incriminating details which crowd his 
picture. The point which escapes him is that we are under the constant strug- 
gle to assimilate great meals of new material to nourish the American body. 
He came into contact with faculties and students; each element of his scholastic 
environment was awkwardly trying to assimilate him and he could see no more 
than the gluttony and the bad table manners. These studies will most dis- 
tinctly appeal to those who are most held up for eastigation, for it is positively 
one of the most interesting of all attempts to criticise our national thought life. 
As one committed to the university tradition, it is too much to expect that he 
could comprehend the existence of our great study foundations wihout faculties. 
He calls them ' ' kapitalistich-wissenschaf tliehe Griindungsliebe oder Griindungs- 
manie ' ' ; but he might in a dozen years have learned that the Carnegie Institute 
is in Pittsburgh and that the research foundation in Washington is the Carnegie 
Institution. William Churchill. 

An Historical Journal of the Campaigns in North America for 
1757-1760. By Capt. John Knox. Edited, with introduction, appendix 
and index by Arthur 6. Doughty. Vol. 1: 512 pp. Maps, ills. Cham- 
plain Society, Toronto, 1914. 9% x 7. 
Capt. John Knox was an officer of the British army in North America during 
the struggle between England and Prance fpr the possession of that continent. 
His Journal was first issued in book form nearly a century and a half ago. The 
work had never been reprinted, and consequently had become rare. 

Not only did the author set forth an account of the military and other 
immediate happenings of the day, but he also gave a description of the country, 
its climate, soils, etc. He included many military General Orders, which often 
are of great historical value. Written on the spot, and at the very moment 
that the events described were taking place, the Journal gives us a vivid pic- 
ture of the life of those stirring days. The editor has supplemented the state- 
ments of Knox by citations from contemporary authorities. There are numer- 
ous maps and illustrations. Wilbur Greeley Burroughs. 

Die erste Entdeckung Amerikas im Jahre 1000 n. Chr. Von 

Gustav Neekel. (Voigtlanders Quellenbiicher) . 92 pp. Ills. B. Voigt- 

lander, Leipzig, 1914. 80 pf g. 7x5. 
We have here in the primer form a concise discussion of the present state 
of our knowledge as to the transatlantic voyages of the Scandinavian adven- 
turers and an examination of the varied interpretations which have been 
placed upon these fragmentary records. Within such narrow compass it has 
been, of course, quite impracticable to enter upon details of the several debat- 
able points, but the conclusions reached by masters of this particular branch 
of study are clearly presented. The author epitomizes the results of the 
recent studies of Nansen in his work published in English as "In Northern 
Mists." William Churchill. 

A History of Canada, 1763-1812. By Sir C. P. Lucas. 360 pp. 

Maps, index. Oxford University Press (Amer. Branch), New York, 1909. 

9x6. 

A history of Canada during 1763-1812 must be largely taken up with the 

Bevolutionary War and the causes which led to the War of 1812. As the 

writer had already treated this latter question in a previous volume it receives 

only a passing mention here. An English view of the American Bevolution is 



